78-bed general hospital at Alpena, Mich., is architectural 
concrete. Re-use of forms permitted economical repetition of 
ornamental details. Joseph C. Goddeyne, architect, Bay City, 
Mich. Owens-Ames-Kimball Co., Grand Rapids, contractors. 
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RCHITECTURAL CONCRETE 
for HOSPITALS 


enables architects to stay within limited 
budgets; design attractive, firesafe, rugged 
buildings; insure low maintenance expense 
and low annual cost. 

Literature on most recent design and con- 
struction practice for architectural concrete 
mailed free in United States and Canada. See 


our catalog in Sweet’s. 
М Piedmont Sanatorium, Burkeville, Va., is one of several con- 
чеши degen or WEDE канын, PORTLAND CEMENT 

e ASSOCIATION 


Dormitory No. 10, one of newest of 35 architectural concrete 347 Madison Avenue, New York 17, N. Y. 
buildings at Texas Tuberculosis Sanatorium, near San Angelo. 

Smooth walls formed against plywood are finished with white A national organization to improve and extend the uses of 
portland cement paint. Leonard Mauldin, architect, and Tem- concrete... through scientific research and engineering field work 


pleton & Cannon, contractors, both of San Angelo. 


ө 
he hard use inflicted оп plumbing fixtures in busy 
washrooms makes it important to weigh with extra care 


the factors of quality, price and maintenance. Case 
lavatories, urinals and water closets are constructed for 


U М 
this type of service. Molded of fine vitreous china, 
l | 1 | | | | S they are unsurpassed in durable surface luster and 
resistance to acids and discoloration. Fittings designed 


for these fixtures add to their long service life. 
Available with chair carriers. Please consult your Case 


distributor— listed in most Classified Telephone 
О | | | S Directories—or write W. A. Case & Son Mfg. Co., 


33 Main Street, Buffalo 3, N. Y. Founded 18 


CASE WALJET* ¥2100. Wall Hu 


Jet CASE WYNGATE* #600 Lavatory. Square basin. CASE СА$СО* ¥2325-A. Vitreous China Wall 


( сен with hard rubber open fr se or Anti-splash rim, heavy wall ha r. Hung Washout Urinal with shields, integral 
cealed check hinge CASE WINDSOR* #720. Lavatory with leg, flush spreader and spud. 

CASE CASCO* ¥2300-A. Vitreous China Straight square basin, anti-splash rim. Made іп 2 sizes. CASE #1600. Siphon Jet Flush Valve Closet 
Front Urinal Stall. Combination with elongated bo 
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Berkley (Calif.) High School Auditorium 


Architect: Henry H. Gutterson, San Francisco 
Consulting Mechanical Engineer: G. M. Simonson, San Francisco 
Contractor: Marelich Mfg. Co. Inc., San Bruno 


AAF MULTI-DUTY 


most widely used automatic air filter in the world | 


Неге Multi-Duty goes to school, 
though it's just as popular for 
rugged service in steel mills or 
defense plants. 


When Berkley. California built its 
83.000.000 high school auditorium it 
did things in a big way. This marvel 
of construction seats 3500 people and 
its ventilation system supplies 156.000 
C. F. M. of clean air for their comfort. 
Such а large air volume should have 
automatic filtration and that’s why the 


AAF Multi-Duty installation shown 
above was selected for this project. 


The Multi-Duty automatic filter, be- 
cause of its self-cleaning feature. is 
ideal for applications of this type 
where ventilating systems are not in 
continuous use. The filter is always in 
eficient operating condition without 
depending on the human element. 


The exclusive principle of overlap- 
ping panel construction in the Multi- 


® 
ท แก ร อ ก อ ส ห 


211 Central Ave., Louisville 8, Kentucky • 


For complete product information write or call 
Rox 16, Greenwich, 


Ave., Buffalo 2, New York; Reid Jacobs, Р. О 
Terminal Bldg., New York 17, New York: G. 


COMPANY, 


Duty was introduced by AAF in 1927. 
It is still the most practical method 
of combining the function of self- 
cleaning with the operating cycle. 
Although there have been numerous 
improvements in the design of indi- 
vidual panels and іп unit construc- 
tion, this basic principle has never 
been surpassed. 


For detailed and illustrated descrip- 
tion of Multi-Duty write today for 
Engineering Bulletin No, 241-B. 


ir Filter | 


INC. 
In Canada: Darling Brothers, Ltd., Montreal, Р. О. 


F. Chartres, 810 Lancaster Street, Albany 3, New York; Frank J. Weber & Associates, 443 Delaware 


2 


N. Ү., Р. O. Вох 166, Davenport, N. V. American Air Filter Co., Inc., Grand Central 
A. Stevens, 1070 Sibley Tower Bldg., Rochester 4, New York. 
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i esign demand” 


The flexibility of brick 
allows unrestricted freedom to meet the 
dictates of “design demand.” 

Whatever the problem... large or small... 


modern or traditional . . . decorative or functional . . . 


the solution is brick. 


STRUCTURAL CLAY PRODUCTS INSTITUTE 


1949 Grand Central Terminal, New York, N. Y. 
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We are prepared to serve you іп this area 


Our Own Who's Who will be sent on request 


wus» Blanchard 


Raw Material Storage Extension for 
Andrew Jergens Company, Belleville, New Jersey 


BY SPECIALIZING IN CONSTRUCTION 
and leaving the creative design to others, Wm. 
L. Blanchard Co. helps assure for owners the 
best possible results. One of our associates, 
however, is a consulting architect and АЛА. 
member, His familiarity with New Jersey 
building problems is readily available to New 


York architects planning structures in this area. 


A. M. Kinney Associates, Engineers and Architects 


Гоа 


BY SPECIALIZING ІМ NEW JERSEY, 
we maintain a thorough knowledge of local 
labor conditions, costs and sources of materials. 
This knowledge may be of value to you in the 
early planning stages, to help avoid expensive 
revisions of drawings later on. It also is of value 
to the owner in obtaining satisfaction at mini- 


mum effort and at minimum final cost. 


ж ж ж BUILDERS SINCE 1860 * * 


Wm. F. Blanchard, President 
55 Poinier Street, Newark 5, New Jersey 
Telephone: Bigelow 8-2121 – Ext. 26 
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SUSPENDED CEILINGS of 
GYPSUM LATH and PLASTER 


now easy with Gold Bond’s CLIP-LOK System 


It may be applied to any suspension of %4" cold-rolled channels not over 16” on center. 


1. Here is the first step in installing an 
economical ceiling with the new Gold Bond 
Clip-Lok System, "Е" starter clip is placed 
over %” furring channel at wall line. Note 
Gold Bond Hairpin Clip joining channels. 


2. Now a piece of Gypsum lath is engaged 
by the starter clips. Plain or perforated 3%” 
Gold Bond gypsum lath may be used. Handy 
clip cartridges are attached to lather's belt. 
Clips are made of strong galvanized wire. 


3. Here the free side of the lath is supported 
by spring action "Е" channel clips. They en- 
circle the furring channels and provide a 
positive grip of lath to channel. Fast apply- 
ing, no bending of clip required. 


4. The center of the lath panel is perma- 
nently secured to the furting channel by the 
Z. clip. This clip is pushed through the 
lath and locked over the channel. Holes 
can be punched with screwdriver or with 
the clip itself. 


5. Ends of the lath fall between channels 
and are secured to one another by means 
of the flexible spring-type “С” connector 
clip. Completed lathing is rigid, providing 
a sturdy base for an economical application 
of 4%" thick two coat plaster work. 


Specification of this Gold Bond Clip-Lok 
System with Gold Bond gypsum lath permits 
contractors to build suspended ceilings that 
might otherwise be held up for lack of 
critical materials, Ask your local Gold Bond 
representative for more details, or write us. 


Gold Bond Clips are also available for sound-rated and crack resistant wood-framed partitions, 


NATIONAL GYPSUM COMPANY, BUFFALO 2, М. Ү. 


Gypsum Lath, Metal Lath and Accessories, Plaster, Lime, Best Bros. Keene's Cement, Acoustical Plaster, Sheathing, 
Wall Paint and Rock Wool Insulation. 
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WABASH AVE., АТ 2450 WILLIAM ST. 4 


STRESTCRETE is Versatile! 


Applying 6” ond ê" 


STRESTCRETE Pre-Cast Concrete Slabs may be used in any type of building construction 


gabled, cantilever, and saw-toothed roofs 


Yes, STRESTCRETE is really versatile! 


Made to fit individual specifications, STRESTCRETE 
Floor and Roof Slabs are quickly placed in position 
with a minimum of labor on the jobsite. There is 
по mess and delay . . . no wasted time and ma- 
terial, erecting and removing hazardous forms 
Floors are solid, unobstructed working platforms, 
ready at once for following construction. 

STRESTCRETE pre-assembled concrete slabs are lit- 
erally complete floors or roofs when delivered to 
the job. They are installed quickly and are ready 
for use instantly. STRESTCRETE slabs permit build- 
ing as much as 30% faster with increased strength, 
continuity and flexibility, in any type of weather 


STRESTCRETE construction is dry, clean, firesafe; 


” STRESTCRETE to о gobled roof 


for arched, flat, 


saves time, money and materials; even in freezing 
weather, work speeds ahead. Each slab is welded 
to the structural steel frame providing adequate 
lateral support and reducing the necessity for sep- 
arate structural steel supports 


STRESTCRETE hollow cores allow maximum flexi- 
bility for electrical wiring and other utility connec- 
tions, and provide the ducts for warm air panel 
radiant heat. STRESTCRETE provides added insu- 
lation and reduces deadweight, permitting savings 
in structural support. 


STRESTCRETE slabs with pre-stressed reinforcement 
have little or no deflection under loads up to 200 
pounds per square foot. Available depths from 3” 
to 16”, in multiple slab sections to 8x30 feet 


OTHER ANCHOR PRODUCTS 
Celocrete and Concrete Blocks. 
Flexicore Floor and Roof Slabs 


DISTRIBUTORS FOR 
Medusa Portland Cement Paint, for concrete wall surfaces 
Medusa Floor Coating, for concrete floors. 
Dur-O-Wall reinforcement for concrete masonry walls 
For more information about Anchor Concrete Products, write 


BUFFALO 6, М. Y. 


N CONCR 


ETE PRODUCTS INC. 
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DIRECTORS CHOOSE BUFFALO 


FOR 1951 CONVENTION 


At the December 16, 1950 meeting of the N. V. S. A. A. 
Board of Directors the two bidders for the 1951 Con- 
vention, Buffalo and Lake Placid, were given an op- 
portunity to enlarge upon their invitations extended 
at the Syracuse Convention, The final decision of the 
Board of Directors was to hold the 1951 Convention in 
Buffalo with October 11, 12 and 13 set as tentative 
dates. The directors also moved to advance $1200 to 
the Convention Committee. Lake Placid was prom- 
ised first consideration for the 1952 Convention. 

Three new directors were introduced: William Farrel, Bronx 
Chapter; Carl W. Clark, Central New York Chapter; and S. W. 
Schellkopf, Albany С hapter. Mr. Albert Melniker, а former 
director, substituted for James Whitford, Jr., Staten Island Chap- 
ter, who was unable to attend. 20 of the 24 directors were present 
at the meeting in the Architectural League Building, New York 
City. 

Mr. Ellis read a preliminary report on the Syracuse Conven- 
Поп. 

Ihe Committee on Membership report recommending pro 
cedure for welcoming new candidates and informing new mem- 
bers of their privileges and obligations wa adopted. A further 
motion calling upon each constituent organization to notify the 
Secretary of new members. was carried unanimously, 

Mr. Del Gaudio was appointed Chairman of the Committee on 
Civil Defense. He announced that conferences would be held 
with the State Civil Defense Commissioner, the Commissioner 
of Public Works and the Commissioner of Housing. 

Mr. Albert Melniker, Staten Island Chapter, was appointed 
Chairman of a Committee to conduct an investigation to dis- 


cover violations of the State Education Laws as they concern 
the architectural profession and of another committee (to be 
appointed) to review the Code of Ethics and the Registration 
Law and to make recommendations. 

Mr. Yarish, appointed November 11 as Chairman of the Com- 
mittee to Study the Multiple Dwelling Law, announced that he 
has selected his committee members and promised а progress 
report for the March board meeting. 

Mr. Cantor's interim Treasurer’s report was accepted, 

Mr. Ellis reported briefly on the subject matter for forthcom- 
ing issues of Empire State Architect. 

Mr. Weston reported that his committee was reviewing the 
by-laws particularly the question of a revision to increase а 
quorum of the Board from 5 to 9, 

The Secretary read the final report of Mr, Cummings as Chair- 
man of the Committee to meet with the New York State School 
Boards Association, Inc. Donald О. Faragher is Chairman of 
the committce for 1951 with Helen С, Gillespie, Franklin F. Foit 
and Frank С. Delle Сезе as members. 

It was decided to issue а New York State Association Certifi- 
cate of Membership and Mr. Weston and Mr. Goldberg were 
appointed to develop a suitable certificate. 

The Secretary was instructed to send Mr. Roswell E. Pfohl of 
Buffalo an official acceptance of the invitation to hold the 1951 
convention in that city. 

Mr. Faragher was congratulated by the directors on his selec- 
tion as a member of the State Board of Architectural Registra- 
tion. It was nounced that Mr. Bardo, 39914 Madison Avenue, 
New York City has replaced Mr. DeLaney as executive secretary 
for enforcement of all professions. 

The next meetings proposed for the Board of Directors are 
March 24, 1951 and September 1, 1951 at the Architectural 
League. 
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THE OFFICIAL PUBLICATION 
NEW YORK STATE ASSOCIATION OF ARCHITECTS 


March - April Issue — Vol. XI No. II 


“Entered as second-class matter March 6, 1943 at the Post Office 
at Buffalo, New York, under the act of March 3, 1879.” 
Subscription Price: 50c per year. Non-Members $1.00 
Published 6 Times a Year 


PUBLICATION COMMITTEE 
Charles Rockwell Ellis Chairman 
George Dick Smith, Jr. Editor 
Richard Roth Thomas W. Mackesey Carl W. Clark 


Associate Editors 


Cartoons Warren L, Henderson 
Constituents Cyril T. Tucker 
Contributions C. Storrs Barrows 


Cover John C. Wenrich 


Design George Clark 
Editorials Е. James Gambaro 
Legislation Maxwell A. Cantor 


Matthew W. Del Gaudio 
State Activities Henry V. Murphy 
Contributing Editor Thomas H. McKaig 
Address all communications regarding the State Association to 
the Secretary, John W. Briggs, 311 Alexander St., Rochester 7, 
New York, all editorial comments to Empire State Architect, 
с/о Charles Rockwell Ellis, Chairman, 108 W. Fayette Street. 
Syracuse 2, N. Y., and inquiries regarding advertising to the 
Publisher. 


National Activities 


Publisher: 
Julian L. Kahle, 21 Clarendon Place. Buffalo 9. New York 
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Hartford Hospital, Hartford, Conn. Coolidge, Shepley, Bulfinch & Abbott, Architects 


More than 2,000 Hope’s '' Hopkins’ Windows are installed in this building. 


Life-time durability . . . safe and easy cleaning of outside glass from within . . . trouble-free 
screening . . . dependable operating mechanism . . . these аге the extra values of Hope’s Win- 
dows to a hospital staff. 

For the patient's comfort, they provide draft-free ventilation, storm-defying weathertight- 
ness, and full daylight opening. For the architect, their variety in layout offers complete 


freedom in design. 


HOPE’S WINDOWS, INC., Jamestown, N.Y. 


THE FINEST BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPE'S WINDOWS 


EMPIRE STATE ARCHITECT 


WHAT THE ADMINISTRATOR EXPECTS 
FROM THE HOSPITAL ARCHITECT 


CARL Р. WRIGHT, Superintendent 


General Hospital of Syracuse, Syracuse, М. Y. 


The Hospital Administrator expects the Architect 
to produce a well designed and planned hospital which 
will enable him to take care of a maximum number 
of patients with a minimum of personnel effort. 

Within the past ten years there has been a remark- 
able development in the science of medical care. At 
the same time there has been a parallel advancement 
in the science of hospital care. Today the average stay 
of the patient is less than eight days in comparison 
with a minimum of twelve a decade ago. It is a fact 
that the first few days of hospitalization require more 
intensive nursing care and with the rapid turnover of 
patients these heavy days become more frequent. 

The salary account of the hospital is approximately 
60% of its total cost of operation and the nursing serv- 
ice payroll is approximately 50% of the salary account. 
It is therefore evident that nursing is expensive. 

Many of the ancillary services now considered es- 
sential to the modern concept of hospital care were 
ther unknown or undeveloped only a few years ago. 
oday the laboratory, X-Ray, electro-c ardiography, 
basal metabolism, special diets, etc. etc. are most im- 


portant factors in diagnosis and treatment. These 
services require hospital space and highly paid per- 
sonnel. 

The primary source of hospital revenue is the bed 
patient, therefore each additional bed provides the 
opportunity for increased income and, equally impor- 
tant, the increased opportunity for service to the hos- 
pital’s community. 

Thus, in order to meet the demands of present day 
hospitalization, the modern hospital must be a work- 
shop and the frills of architecture not consistent with 
that concept must be eliminated. This workshop must 
be geared to render the most service for the least cost. 
There are many ways in which this can be accom- 
plished. 

The nurse station on the various floors should be 
located in the middle in order that each patient may 
receive care quickly and with the least effort. From 
the housekeeping standpoint the floors should be easy 
to clean and at the same time easy on the feet of the 
busy nurse. From the angle of maintenance acoustical 
treatment is very effective. It saves plaster and con- 
tinuous cleaning and painting. Equally important, it 
provides quietness which is essential to speedy recov- 
ery. It is a fact that outside noises do not disturb the 
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sick patient half as much as an inside noise, the source 
and reason for which is unknown to the sufferer. The 
modern hospital serves all the patient food from a 
central diet kitchen, generally located іп the base- 
ment, via heated containers or conveyors, therefore the 
service elevators used for delivery of both food and 
supplies should be located where efficient delivery is 
made possible. 


Formerly, floor diet kitchens and utility rooms oc- 
cupied a considerable portion of the floor space. To- 
day with a careful layout and modern equipment this 
space сап be reduced 50%. Surgical and medical sup- 
plies are now processed in what is known as a Central 
Supply Room, equipped with autoclaves and other 
sterilizing apparatus. This room is generally located 
in the basement from which supplies are distributed 
throughout the hospital. This saves valuable space on 
the floors which can be used for bed facilities. 

Recently, the hospital care of the newborn infant 
has been subjected to regulation of the State Board of 
Health with consequent directives necessitating struc- 
tural as well as nursing changes. Other phases of hos- 
pital care of patients is being more highly specialized. 

‘The competent hospital administrator has a knowl- 
edge of these factors, acquired from years of operation 
and close contact with governing bodies, local, state 
and national. From the same experience he knows 
what floor layout will permit the most economical 
operation. He understands that the first cost of build- 
ing and equipping is not as important to his adminis- 
tration as the continuous annual expense of operation, 
which is the basis on which his service is evaluated. 

The wise architect, who cannot be expected to know 
the many details of hospital operation, will freely 
consult the administrator and utilize his specialized 
knowledge. The result will be a better designed hos- 
pital at a lower initial cost and one that will be able 
to serve the community more efficiently and economic- 
ally in the years to come. 


EDS. NOTE: In addition to Mr. Wright being superintendent 
of the General Hospital of Syracuse, he is Executive Sec retary of 
the New York State Hospital Association; Vice Chairman of the 
Syracuse Regional Hospital Planning Council; Trustee of the 
Central New York Hospital Council; Treasurer of the Group 
Hospital Service; and Member of the Board of Governors of the 
Middle Atlantic Hospital Assembly. 


yo! уп NWO 51 ก 2 3 


RV A 


МУТА 


WOOTA 


15 | 


ТУІЛМУА 


EMPIRE STATE ARCHITECT 


10 


NEW MEDICAL-SURGICAL BUILDING 


A THOROUGHLY MODERN PLANT 


White, 
following data about the new 
Building of the Buffalo State Hospital 


Cornelius J. State Architect, gives us the 


Medical and Surgical 
now nearing 
completion. 

The building, located near the eastern side of the 
institution’s property is modern in design with exterior 
walls of brick and limestone trim. It is a seven-story, 
steel frame, fireproof structure erected under the Post- 
war Construction Program of the State of New York 
It was designed by York & Sawyer, Associate Architects, 
under the supervision of Mr. White, State Architect, 
Department of Public Works, acting as approving 
architect for revisions in plans and design and super 
vising architect for construction in the field. 
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YORK & SAWYER, ARCHITECTS 


This new addition to the group of State Hospital 
buildings will provide for the medical and surgical 
care and treatment of 641 patients with provision for 
shock therapy treatment for 78 patients and accommo- 
dations for 496 chronic patients. It includes in addi- 
tion, facilities for the care of as many as 17 employee- 
patients at any one time. Complete clinical units have 
been provided for the examination and care of medi- 
cal cases. There are seven laboratories, x-ray, dental, 
eye and ear, fluoroscopic, electro- and hydro-therapy, 
cardiographic, deep therapy and radiographic units 
with auxiliary rooms required in modern clinical prac- 
are located as follows: 


tice. Facilities, floor by floor 
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Basement. Complete kitchen facilities, and storage 


and refrigeration units; locker rooms and shower 
rooms for employees, hair dressing and beauty shop 


for patients, mortuary and autopsy laboratory. 


First Floor. 
staff meeting rooms, pharmacy 


Administration offices, interview rooms, 
and provision for the 
care of sick employees. 


Second Floor. Facilities for the care of medical and 
surgical patients, comprising wards, single rooms, day 
room, solarium, treatment rooms, visitors’ rooms and 


necessary auxiliary spaces, 


Third and Fourth Floors. Facilities for the care of 
chronic patients, comprising wards, single rooms, day 
rooms, solarium, bath and shower, utility room, occu- 
pational therapy rooms, dining and service rooms and 


Visitors’ rooms. 


Fifth Floor. Provision for insulin and shock therapy 
treatment in completely air-conditioned rooms where 
patients can receive these treatments under ideal con- 
ditions. 

Sixth Floor. 
rooms, doctor's office, nurses’ room, sterilizing facilities, 
To prevent 
с electricity, conductive floors have 


Complete operating suite with work 


induction room and two operating rooms. 


accidents from sta 
been provided wherever fumes from anesthesia may 
be encountered. This portion of the building is air- 
conditioned as a safety precaution and also to provide 


perfect working conditions. 


Interior finishes throughout have been selected with 


a view to usage, purpose and reasonable maintenance 


cost. Where quiet is important, acoustically treated 


ceilings have been installed. Terrazzo floors and Ше 


walls have been provided in kitchen, baths, utility 


WEST WING 2nd FLOOR PI AN 
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Н.Н. RICHARDSON’S HOSPITAL 


rooms and other areas where hard usage and repeated 
scrubbing: is required. 


Published herein are photographs of the exterior 
taken in early March 1951 


Н.Н. Richardson Hospital oc- 


of this new building and 
also one of the early 


cupying the same site and still in use. 


ADDITION TO ST. |ОЗЕРН5 HOSPITAL 


SYRACUSE, NEW YORK 


ST. JOSEPH’S HOSPITAL Harry А. & Certis Kine, Architects 


new five story completely fireproof building. 

The acoustical ceilings throughout and the air-con- 
ditioning of the operating suite on the top floor аге 
outstanding features. 


The new addition to St. Joseph's Hospital was com- 
pleted in the fall of 1950. The 186-bed addition has 
the latest facilities known to modern hospital design. 
The existing bed capacity has been doubled with the 


FIRST FLOOR PLAN 
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The existing kitchen was enlarged and completely 
remodeled to serve new diet kitchens in the new addi- 
tion. The entire food serving system was changed to 
facilitate the serving of hot food to all patients. 

А new and modern laundry was installed in the 
new buildiing on the basement level. The new laun- 
dry serves the complete hospital as well as the nurses’ 
home. 

‘The operating suite on the top floor consists of four 
major and three minor operating rooms and all of 
their service rooms. Included on the top floor are 
four different types of x-ray rooms and a complete 
hospital laboratory 

Each floor consists of two nursing units, with utility 
rooms, nurses’ stations, and diet kitchens servicing 
each unit. 
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SECOND FLOOR PLAN 
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FIFTH FLOOR PLAN 


The first floor consists of the ambulance entrance 
with emergency operating room and first-aid facilities. 
The out-patient department and internes’ quarters are 
also located on the first floor of the new building. 

The cost of the new addition was approximately 
51,690,000.00, or an approximate cost of $8,700.00 per 
bed. 

This total cost includes the following items: 

1. Air conditioning of operating suite. 

All sterilizing, laundry, and kitchen equipment. 
3. Shades for all windows in new building. 

1. Complete site improvement including а large 
parking area and ambulance driveway. 


5. A complete new boiler plant. 


6. All architects’ and engineers’ fees. 
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А Building For Disturbed Women Patients 
For The Binghamton State Hospital 
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The program prepared by the State Departments 
of Mental Hygiene and Public Works called for а new 
structure to house 480 women patients classified as 
“disturbed” that is, requiring a degree of confinement 
greater than for other women patients in this institu 
поп. The effective unit of containment, called а 
“Ward,” was given as 40 patients, indicating provision 
for twelve such units. 


The site assigned is a side hill sloping down from 
West to east, at the eastern end of the large grounds of 
the institution. The grade drops 26 feet in the depth 
of the building (west to east). An existing building 
adjacent to the site must be protected and continued 
in use until the new building is finished. Certain limi- 
tations of this kind have been turned to advantage in 
the design of the new building, which, although re- 
quiring seven levels (including sub-sub-basement and 
elevator penthouse), appears to rise only three stories 
above the grade at the front. The building faces 
WNW and stands free on all sides to receive unre- 
stricted light and air. Because of the hillside site, 
splendid views are had to the east, south and west. 

The extreme length of the building is 507 feet, the 
extreme depth 260 feet, the perimeter exactly one half 
mile, the story heights 12 feet floor to floor. There are 
two elevators, one of which is for passenger use and 
the other for mixed use. The building contains 2,441,- 
825 cubic feet. 

The facilities placed at each story level are as fol- 
lows: 

Sub sub-basement: Access to services: certain items of 
mechanical equipment. 


Sub-basement: Kitchen; Clothes and Linen Storage: 
Employees services; collecting points under soiled 
linen and dust chutes, 


Basement: Wards 1 and 2: Occupational Therapy 


Classroom; Beauty Parlor (an effective therapy). 
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CONRAD AND CUMMINGS, Associated Architects 


First Floor: Wards 8, 4, 5 and 6: Reception and Ad- 
ministrative Suite. 

Second Floor: Wards 7, 8, 9 and 10: Occupational 
Therapy Classroom. 

Third Floor: Wards 11 and 12: 2 suites containing 
Continuous-Flow Tub Rooms and Pack Rooms (an 
effective therapy), 

Fhe Ward is, of course, the essential unit. Its form 
is that of a “T” with the core of nursing facilities lo 
cated at the crossing. The elements of the Ward com- 
prise a Day Room, with access to toilet and wash room, 
and provided with large closets for materials for recre 
ational and occupational therapy; a Dormitory lor 24 
patients, with access to toilet and wash room, and ad- 
joined by the Nurses’ Station, from which the Dormi- 
tory can be observed at all times; and 16 Single Rooms 
for those needing individual attention. These major 
elements occupy the three arms of the “T”. At the 
center or crossing are located the core of service spaces, 
including Bath and Clothing Rooms, Utility, Linen, 
Janitor’s, Toilet and Supply Rooms, as well as the 
Nurses’ Station previously mentioned and the emer- 
gency exit stairs. Used in common by each pair of 
Wards on first and second floors are Dining Room, 
Treatment Room and Visitors’ Room. Similar facili. 
ties are provided for each Ward on the basement and 
third floors. On each floor is a central Serv ing Kitchen 
used by both Dining Rooms. Food is delivered from 
the main Kitchen by insulated food trucks, using the 
service elevator. 

This building will be a companion to the new 780- 
patient Medical and Surgical Building now under 
construction on the western slope of the grounds of 
the institution, and which will be completed at the 
end of the present year. A third new building, for 
assembly, recreation, religious and other purposes, and 
to contain a central dining room and recreational fa- 
cilities for the Staff, is in the planning stage. 


HOSPITAL FOR TUBERCULOSIS 


AND CHRONIC DISEASES 


* 


Proposed Hospital for Tuberculosis and Chronic 
Diseases, Welfare Island, New York City for the City 
of New York, planned to accommodate 1,000 С. D. 
patients and 500 T. B. patients in six Nursing Units 
of 50 patients each per floor. 

Structure of steel and reinforced concrete with ex- 
terior walls of brick, trimmed with limestone. 


. 


E 
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JAMES W. O'CONNOR and JAMES F. DELANY | 


Mechanical Engineering by: 
Edward E. Ashley, 10 E. 40th Street, New York City 


Structural Engineering by: 
Feld and Timoney, 60 E. 23rd St, New York City 


Hospital to be erected under the supervision of the 
Department of Public Works, City of New York. 
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VETERANS ADMINISTRATION HOSPITAL 


NEW YORK CITY 


ALFRED HOPKINS & ASSOCIATES, ARCHITECTS 


Soon to go into construction in the heart of New 
York is one of the largest and most modern of the U.S. 
Veterans Administration Hospitals. Designed by archi- 
tects Alfred Hopkins & Associates, the hospital will 
occupy two city blocks, from Avenue A to First Ave- 
nue, and from 23rd Street to 25th Street. Construc- 
tion on the $20,000,000 hospital, which has a pacity 
of 1244 beds, is expected to begin sometime in Feb- 
ruary, and to be completed by the latter part of 195 
lhe steel skeleton of the building, designed by the 
firm of Severud - Elstad - Krueger, will be faced with 
brick in three colors, light gray, dark gray and reddish 
brown glazed brick. It will consist of a ground floor, 
with eighteen stories above. 

Built in the shape of a “T” with equal arms to 
secure the best possible orientation and outlook, and 
with the “crossbar” facing east, the hospital occupies 
only about one fourth of the site, thus providing quan- 
tities of light and air for the patients. To the east of 
the main building are low buildings which provide 
lodgings and recreation facilities for attendants, nurses, 
and resident physicians, and also house garages. The 
rest of the site has been laid out by Landscape Archi- 
tect A. Carl Stelling with parking spaces and attrac- 
tively planted areas. 

‘The proximity of the hospital to the NYU-Bellevue 
Medical Center is particularly advantageous, since the 
services of some of the country’s leading specialists 
will thus be available to patients at the VA hospital. 

The interiors of the hospital are planned for dur- 
ability and attractiveness. Different kinds of wood and 
plastic will be used for trim and wall surfacing and 
most of the floors will be asphalt tile. Paint colors will 
be a variety of soft pastels to give the hospital a cheer- 
ful, warm atmosphere, and, in order to help visitors 
orient themselves, all corridors of a particular wing 
will be painted the same color. 

The mechanical equipment, designed by Guy B. 
Panero, will incorporate the latest features for efficient 
operation and the convenience of patients and stall. 
All areas where noise is likely to occur are acoustically 
treated. Air-conditioning is provided in all operating 
suites and post-operative bedrooms, as well as allergy 
rooms. Radiant heating is provided іп operating 
rooms. 

Because this is a truly general hospital, it is equipped 
to treat the patient as a whole, not just specific physi- 
cal disturbances. Medical, surgical and psychiatric 
treatment and consultation are available to any pa- 
tient in the hospital. Special emphasis has been placed 
on treatment and care of paraplegic patients. 

The nursing units throughout the hospital will be 
similar in plan, although, of course, they will vary with 
the type of illness treated. ch of the three wings of 
the T-shaped plan is itself a “T” with unequal arms. 
This shape was adopted for efficient service and con- 
trol. At the crossing of the “T” are located the nurses’ 
station and related offices. In the dark areas created 
by the crossing of the “T” are located storage and 
service spaces. 
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In the stem of the “Т” are the sixteen-bed wards, 
where large windows on opposite sides of the room 
provide ample cross-ventilation. Beds placed in al- 
coves in groups of four allow greater comfort and 
privacy. Four-bed wards and single rooms are placed 
in favored locations along each side of the corridor, 
with bath and toilet rooms in the less favored loca- 
tions. On every floor will be three solaria, one for each 
nursing unit, and a comfortable, attractive visitors’ 
room, 

The ground floor of the hospital contains service 
areas, therapeutic swimming pool for paraplegic and 
other patients and an auditorium for 550 people. The 
auditorium includes a projection room and radio 
studio among its equipment, and has a special area 
reserved for wheelchair patients, as does the chapel. 
Throughout the hospital, special telephone booths and 
other facilities are provided for wheelchair patients. 

Above the ground floor is the floor on which the 
main entrance and lobby are located. Here large win- 
dows look out on the landscaped areas, and an infor- 
mation desk is centrally located near the elevator: 
Also located on the first floor are the administrativ 
offices, clothing storage, central sterile supply depart- 
ment, out-patient department, the medical library for 
the use of the staff, and the patients’ library. The 
patients’ library is cheerful and attractive, with the 
ceiling tinted blue, and the bookshelves a warm birch 
finish. 

On the second floor above the ground floor is lo- 
cated the main dining room for ambulatory patients. 
Also on this floor are bedrooms for the resident staff, 
and a canteen where patients and visitors may have 
refreshments, or purchase candy and gifts. The dining 
room is an attractive room with windows on three 
sides overlooking the river. 

On the third floor of the hospital are the main 
kitchens, dining rooms for staff and attendants, both 
of which face the river, locker rooms, and additional 
ofhces. 

Beginning on the fourth floor are the nursing units. 
One wing of the fourth floor is devoted to women 
patients, while the other wing is for isolation cases. 

On the fifth floor are the nine major operating 
rooms for eye, ear, nose, and throat patients. One wing 
of this floor will be composed of rooms for surgical 
patients. 

On the sixth floor there will be no nursing units, 
but instead there will be the laboratories, x-ray de- 
partments, and dental clinic. Provision is being made 
for the use of radio isotopes in the laboratories. 


ON THE COVER 
A Perspective Rendering of the 
Veterans Hospital Described Above. 
By J. Floyd Yewell 


(Continued on Page 29) 


AMONG THE CONSTITUENTS 


Ву Cyan. T. Tucker AND CHARLES V. NORTHRUP 


SYRACUSE SOCIETY 

The first two months of 1951 have seen typical ac- 
tivity by the Syracuse Society of Architects. The weekly 
lunch meetings have been well attended and there is 
the usual informal discussion of current problems and 
projects. 

One interesting feature has been consideration of 
government emergency regulations and the Syracuse 
Builders Exchange has very kindly offered to share 
with members of the society its detailed information 
on the various orders as they are announced, The со 
ordinating committee, working with the Builders Ex 
change is making definite progress in timing of bid 
dates and adjustment of plans and spect ations to 
cope with present conditions. 

The annual Syracuse Society of Architects sponsored 
meeting of the Syracuse Technology Club will feature 
a discussion of the Syracuse and Onondaga County 
War Memorial building now under construction. The 
architect-engineers, Edgarton and Edgarton and Mr. 
Boyd Anderson of Amman and Whitney, consultant 
engineers, will participate. 

This year’s winter dinner party was held at Drum- 
lins and the affair was enhanced by the presence of 
architects from Rochester, Binghamton, Utica, and 
\uburn who were in Syracuse for the XI. X. meeting, 
held the same day. 


BROOKLYN CHAPTER 


The delegates’ reports at the November Chapter 
meeting indicated the presence of practically every 
Brooklyn Architect at the recent NYSAA Convention 
in Syracuse. This large contingent was unanimous in 
its praise of the stimulating programs presented. Ad- 
ditional cause for enjoyment by this delegation was the 
re-election of our own Henry V. Murphy, Irving Sec- 
lig and Maxwell A. Cantor as Officers of the NYSAA. 

We were indeed fortunate to have one of the major 
subjects discussed at the Convention vigorously 
“brought home” to us at our Chapter meeting by 
Nathan Walker, counsel to the N. Y. Chapter of the 
X. I. X., and senior member of Gresser & Walker, 
Attorneys at Law. In a very inspiring talk, he urged 
the architects to rouse from their lethargy and ferret 
out those violators of the Architectural Registration 
Laws of the State of New York whose illegal practices 
jeopardize public safety and health and adversely af- 
fect the Architectural Profession. 

Among the most frequent violators are those unreg- 
istered “architectural designers” and builders who im- 
pede direct contractual relationships between client 
and architect by accepting architectural work involving 
changes affecting structural safety and costing more 
than 810,000. They circumvent the law by prevailing 
upon architects, for a mere pittance, to affix their seal 
to the necessary documents. Other “designers” and 
builders obviate the necessity of using the architect's 
seal by misrepresenting costs as being $10,000 or less. 
There are builders in small communities, where en- 
forcement of building laws is extremely lax, who com- 
pletely ignore the existence of an architect and proceed 
with their activities in direct violation of the State 
Education Laws. 


Mr. Walker reminds us that “The public has a right 
to be safeguarded at all times by the learning, skill 
and integrity of architects and anyone who interferes 
with that right should be stopped in his tracks. It is 
up to the architects to stop shirking their responsibility 
to the public by replacing their apathy with aggressive- 
ness in their efforts to extinguish these illegal prac- 
tices. Unless the flame is extinguished, the entire pro- 
fessional structure may burn.” 

Another feature of Mr. Walker's message was his 
lucid illustrations stressing the importance of the 
Architect's cognizance of the Law and the application 
of his legal knowledge in order to safeguard himself 
and his client from the many legal pitfalls encoun 
tered in the entire procedure of construction, The 
greatest difficulties seemed to stem Irom ambiguous 
plans and specifications; the use of other than the 
standard contract documents; and the deletion or 
addition of clauses from the standard owner-architect 
agreement without fully understanding the legal con 
sequences that may ensue from such omission or in- 
clusion 

The meeting terminated with an encouraging dis 
play of enthusiasm over the proposed Scholarship Fund 
Dinner-Dance which is to be jointly sponsored by the 
Brooklyn Chapter and the Brooklyn Society of Archi- 
tects at the Hotel St. George on October 27, 1951. 

On January 30th Henry V. Murphy, President of 
the New York State Association of Architects presented 
Maxwell A. Cantor with the chapter “Certificate of 
Honor and Appreciation” for his many years of un 
selfish devotion, loyalty and efficient service to the 
chapter, the architectural profession and the public 
Mr. Gantor’s efforts in connection wtih legislative mat 
ters are appreciated by all the members of the State 
\ssociation. 

Mr, Arthur С. Holden, Regional Director of the 
New York District of the American Institute of Archi 
tects spoke at this same meeting on “The Economi 
Position of the Construction Industry in Times ol 
National Crisis.” 


BUFFALO - WESTERN NEW YORK CHAPTER 


On January 17th the Executive Committee held an 
organization meeting, and the following committee 
chairmen were appointed: 
Membership: Philip W. Swain. 
Practice of Architecture: G. Morton Wolfe. 
Relation with Construction Industry: G. Morton 
Wolfe. 

Public Relations: W. Newell Reynolds. 

Education and Registration (including Moeller 
Scholarship): Olaf William Shelgren. 

Committee on Public Information: George Dick 
Smith, Jr. 

Allied Arts: James 5. Whitman. 

Civic Design: David B. Crane. 

Rates and Fees: Roswell E. Pfohl. 

Building Code: Donald W. Love. 

By-laws: Guy H. Baldwin. 

Relations with Niagara Falls: Anthony Betz. 

Insurance: Franklin F. Foit. 
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Technical Society Council Delegate: Anthony Car- 

lino. 

Direction N. Ү. 8. Association of Architects: Roswell 

E. Pfohl. 

Civil Defense: Rufus W. Meadows. 

N. VS. AA. Convention: Trevor W. Rogers. 

Home Building Industry: John N. Highland. 

House and Program: Frank Mazurowski. 

N. Y. S. Building Code: Donald W. Love; Alternate 

—Franklin E. Кой. 

Legislation: W. Newell Reynolds. 

The chapter committee on Civil Defense has started 
to function in conjunction with the structural engi- 
neers and is making a survey of Buffalo buildings with 
the view to providing adequate shelter facilities in case 
of attack. 

А warden program із being set up which will re- 
quire the training of approximately 20,000 men. This 
job has been delegated to the architects and engineers 
committee. 


CENTRAL NEW YORK CHAPTER 

The following is gleaned from the minutes of the 
meeting held in Syracuse on February 3, 1951 and is 
hereby translated so that the Association members in 
the outlying districts may know what is going on in 
the Central New York Chapter. 

At this meeting the President announced the closing 
of the Albany Chapter and the formation of the East. 
ern New York Сһарег which will replace it and en- 
large its scope. 

Mr. Harry King of Syracuse was appointed to rep- 
resent the Chapter at the State Building Code Com- 
mission. 

Mr. Harold Hauf, Editor of the Architectural Rec- 
ord, and a native of Utica (Bagg and Newkirk) gave a 
splendid talk on “The Importance of the Architects 
to the Armament Economics.” 

A seminar on “Lighting Trends” followed, lead by 
Howard M. Sharp, consulting engineer of the Illumi- 
nating Society. 

As a sequel to the meeting, the Syracuse Society of 
Architects invited the chapter members to a party at 
the Drumlins which was enjoyed by all who availed 
themselves of the opportunity to go. 


YOU DID SAY YOU WANTED A 


RANCH HOUSE. DIDN'T YOU? 
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NEW YORK CHAPTER 


The Chapter held its annual dinner the 28th of 
February at the Biltmore. 

The committee on Public Relations of the Chapter 
met recently and discussed subjects involving the ad- 
vancement of the profession. Among the suggestions, 
were to have the Chapter print labels to be used for 
photographs of buildings. The label to read “This 
Photograph not to be Used Without Proper Credit to 
the Architect.” 

The “Oculus” will in the future include editorials 
by guest writers. 

An evening meeting will be held in the near future 
sponsored by the Technical Committee of the Chap- 
ter. The subject being “Indoor Climate Control.” 

Mr. Jose А. Fernandes, a member of the Chapter, 
is the author of “A Specialty Shop” recently published 
by the Architectural Book Publishing Co., Inc. The 
book contains many illustrations, mostly photographs, 
although some pages are given over to structural de- 
tails covering display cases, counters, tables and other 
interior equipment for commercial buildings. The 
book outlines the procedure for the design of specialty 
shops, store fronts, interior lighting and color. 

At a meeting of the Architect’s Council held on De- 
cember 4, 1950, Matthew W. Del Gaudio was unani- 
mously elected President. 


ROCHESTER SOCIETY OF ARCHITECTS 

During the month of February the Society members 
were again the guests of the Rochester Engineering 
Society at their regular luncheon meetings at the Sher- 
aton Hotel. Out of courtesy to the guests, their sub- 
jects were architectural in character. There was a 
panel discussion on “Тһе Civil Defense Shelter Prob- 
lem.” Bob McGraw was a leader. Mr. R. Harrison 
Young spoke on Emergency Traffic Controls. Mr. Os- 
car E. Zabel of the Eastman Kodak Company lead a 
panel discussion on “Substitutes for Critical Building 
Materials.” Mr. Walker S. Lee spoke on the New 
York State Building Code. 

Starting in March, the Society resumed its regular 
noon luncheon meetings at the Chamber of Commerce 
with a movie on Steel for the United Nations Build- 
ing. 

During the month of February the Society under the 
directorship of John Wenrich held its annual exhibit. 
Many architectural renderings, models and hobbies of 
architects were displayed. 

On March 2156 Professor Harley McKee of Syracuse 
University will give his now famous and hilarious his 
tory of architects and architecture in Central New 
York. This time he will gear his talk especially to 
Rochester architects. Any member who has not heard 
Professor McKee talk should avail himself of the op- 
portunity as it arises and enjoy a good laugh at the 
expense of his fellow practitioners. 


WESTCHESTER CHAPTER 
The “Blue Print“ reports that the Nominating Com- 
mittee of the Chapter is inaugurating the system of 
using the attendance records of the past year as a guide 
for the nomination of candidates. They feel that it is 
useless to nominate anyone who is not active in the 
Chapter. 


RECORD OF THE CONVENTION 


Briefed from the official minutes 


The 1950 annual convention of the New York State Association 
of Architects was held at the Hotel Syracuse in Syracuse, N ห 
November 2, 3 апа 4. 1950. 

The first buisness session, Thursday morning. November 2 
convened at 10:45 A.M. with President Henry V. Murphy as 
chairman. 

Тһе president’s report for the preceding year as published in 
the convention issue of E. S. А. was accepted by unanimous vote. 
Reports were made by the Treasurer, the Auditing and Budget 
Committee, Committee on Insurance, the Nominating Commit- 
tee, Committee on Education and the Committee on Fees and 
Contracts. All were accepted by unanimous vote. 

During luncheon the conventioneers were welcomed by Thor- 
vald Pederson, President of the Syracuse Society, to which Presi- 
dent Murphy of N.Y.S.A.A. replied. The Honorable Thomas J. 
Corcoran, Mayor of Syracuse, tendered official greetings. The 
speakers, Walter J. Taylor and Frederick Gutheim, both from 
“The Octagon” delivered addresses entitled respectively, “Edu- 
cation” and “The Word from Washington.” 

Mr. Douglas Haskell, Architectural Editor of “Forum,” 
nan, introduced his associates, Edgar J. Williams, New 
City, and Mr. Philip Johnson of the Museum of Modern Art 
who conducted the Seminar on ‘Traditional уз. Modern Archi- 
tecture.” 

The President's reception was held 1 hursday evening at 
o'clock 


7:00 


Friday's Sessions 


The Friday morning business session opened with the second 
report of the Resolutions Committee. 

Resolutions adopted put N.Y.S A.A. on record 1, аз favoring 
the inclusion of the Architectural Profession in the Social Se 
curity Act; 2, as recommending the appointment of a Special 
Committee of Architects to conduct an investigation into viola- 
tions of the State Education Law as they relate to the practice 
of architecture; 3, as recommending the appointment of a Spe- 
cial Committee of Architects to review the Code of Ethics and 
the Registration Law and to make recommendations to correct 
erroneous impressions held by the public as to the normal sery- 
ices of an architect to an owner: 4, as extending the sincere 
thanks of the members and guests of N.Y.S.A.A. to the Syracuse 
Society of Architects and their ladies for their generous hospi- 
tality; 5, as expressing gratitude and appreciation to the Mayor 
of Syracuse for his cordial welcome; 6, as expressing gratitude 
to all commercial exhibitors and their representatives and recom- 
mended that this expression of appreciation be extended to each 
and every exhibitor; 7, as expressing sincere appreciation and 
deepest gratitude to Mr. Henry V. Murphy for his untiring cf- 
forts on behalf of the profession and 8, offering thanks to 
John W. Briggs for his fine work as Secre 

\ motion that it should be recorded as the consensus of this 
meeting that we are in favor of reporting out the Clifford-Davis 
Bill, House No. 3424 (Adjusted Income Tax). 1 his bill, as ex- 
plained by Mr. Holden, makes possible some adjustment of fluct- 
uating incomes by allowing аз deduction from income the 
mount (ар to $10.000 or 15% of income) used to pu chase cer- 
tain types of U. S. Bonds, such amounts to be taxable as income 
when the bonds are sold in later years: 

Fhe slate of officers offered by the nominating committee was 
approved by authorizing the secretary to cast опе ballot for the 
officers as nominated. 

Reports of the Committee on Housing and the Committe 1 
Legislation were read and accepted. Mr. Del Gaudio, С hairman 
of both committees, expressed appreciation for Mr. Cantor's 
work in Albany. Mr. Cardo offered a resolution expressing the 
appreciation of the tire association for Mr. Cantor's work 
Carried unanimously. 

Mr. Del Gaudio also read the report of the Committee on 
Unification and added that the architects of the metropolitan 
rea have formed a council to which all matters will be referred 
a further step toward complete unification of the profession. 

Mr. Cummings, vice-chairman, reported on the progress of 
the Building Code Commission and requested the formation ofa 
committee consisting of at least one representative and ап alter- 
nate from each of the fourteen constituent organizations, this 
committee to be addressed to the consideration of the proposed 
code 
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The Friday morning session concluded with a spot seminar on 
“Fire Prevention” led by Mr. Janis Mcelroy, Assistant Technical 
Secretary of the National Fire Prevention Association, This was 
reported in the January-February issue of E A. 

The guest speakers at the Friday luncheon were John Schenk 
of the Syracuse Manufactur 
ness Conditions,” and Mr. Eric А. Arthur 
tecture, University of Toronto, whose subject м “Architecture 
of Canada.” Both of these addresses were briefed in the January- 
February issue of Е. 5. А, 

The Friday afternoon session was devoted to a Seminar on 
Landscape Architecture led by Mr. Giomore D. Clarke, President 
of the American Society of Landscape Architects. His remarks, 
also, were reported in the January-February issue. 

The Annual Dinner was held in the Ballroom of the Hotel 
Syracuse. Mr. George E. Sokolsky, noted newspaper columnist, 
made a brilliant speech, entitled “These Tim which was 
reported in the last issue of Empire State Architect. 

Certificates of Award in Architectural Design were presented 
by Mr. S. Elmer Chambers. 

The final business session on Saturday morning heard reports 
of the Committee on Revision of Labor Laws and Rules, Irving 
Seelig, Chairman; The Committee on Public ions, Mr. Charles 
Ellis, Chairman; The Membership Committee, Mr. Nicholas J: 
Masucci, Chairman; and The Committee on the Revision of 

and By-Laws. Mr. Martin N. Weston, Chairman, 


Constitution 
who reported that there had been no changes during the year. 


Association who spoke on “Виві- 


Professor of Arc 


Mr. Scelig recommended a review of the by-laws as tọ the 
quorum. The report of the Committee on Architectural and 
Governmental Relations and Public Works was also read and 


accepted. 

Mr. D. K. Sa at, Chairman reported that the Safety Com- 
mittee had not been active, but that it was sponsoring a pattern 
for adult education in the public schools. The Committees to 
Confer with Professional Engineers and on Public Relations and 
Publicity made no report 

Mr. George Bain Cummings’ report on Exhibits with the New 
York State School Boards Association, Inc., drew praise from 
Mr. Murphy. Mr. Donald О. Faragher, Chairman, reported for 
the Committee on an Executive Secretary in offering two alter- 


nate recommendations; one, the establishment of a Central 
Office under the direction of the Secretary of N.Y.S.A.A. and 
the other the employment of an Executive Secretary After much 


discussion the Committee was instructed to continue its studies 
for a later report to the Board of Directors. 

\ suggestion to increase dues to 510.00 а year to back the 
“Executive Secretary” committee was met with Mr. Del Gaudio's 
motion that any proposition to increase dues be referred back 
to the organization for action. His motion was approved unani 
mously. Mr. Kideney offered a resolution that the Board of Di 
rectors continue and the Housing Committee be instructed to 
continue to encourage the present fine relationship with the 
Commissioner of Housing and that every effort be made 10 
increase fees on State Housing Projects to an adequate level. 

\ motion to direct the president to appoint a committee to 
develop amendments to the Multiple Dwelling Law and present 
them to the New York State Joint Legislative Committee on 
Multiple Housing Dwellings was approved unanimously. Another 
motion was made to instruct the Chairman of the Constitution 
and By-Laws Committee to review and clarify the laws especially 
in relation to dues, A resolution to advise the Governor of the 
State of the Association's complete faith in the ability of Mr 
Cummings and to urge his continuance in office was carried 
unanimously. 

On behalf of the Buffalo-Western New York Chapter а cordial 
invitation was extended to the Association to hold the 1951 Con- 
vention in Buffalo. A move to accept the invitation was carried 
unanimously. 

Mr. Harold Leslie of Lake Placid then invited the Association 
to hold its convention there. A motion to direct the Board of 
Directors to consider both locations at its organization meeting 
was carried. 

The Convention adjourned at 12:00 noon, Saturday, November 
4. Following adjournment Mr. James Kideney presided as toast- 
master at a luncheon in the Ballroom. The featured speaker 
was Major eral Charles L. Bolte. who spoke өп “Develop- 
ments จ 

Detailed reports of the various committees will be sent on 
request to members who are interested in receiving them- 
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FOR BETTER VISION SPECIFY THERMOPANE 


“Коп beoring wall _ 


Drawing table {ор_ 


Mr. Armstrong furnished 
this sketch of his Thermo- 
pane installation to ex- 
plain "the point of plac- 
ing personnel close to the 


ү glass wall. It is only by 

1 doing this that top light, 
ГІ free ef shadows, is made 
—— possible." 


Here an architect has designed a perfect use of Thermo- 


ane* insulating glass. The north side of his drafting 
g 


room is a seven-foot window wall. By seating his 
staff close to the windows, he provides them the bene- 
fit of top light. Yet the men remain comfortable and 
free from winter chilliness. Thermopane with 14" 
hermetic air space, provides approximately twice the 
thermal insulation of single glass. 

Harris Armstrong writes, Thermopane in the other 
areas is not so important (for personnel comfort) but 


was used for economic reasons. Since I use electric 


MADE WITH POLISHED PLATE GLASS 


< 


ЕМРІВЕ 5ТАТЕ АЕСНІТЕСТ 


The drafting room іп the guesthouse-office designed by Harris 
Armstrong, AIA, of Kirkwood, Missouri, for his own firm, 


How This Architect Designed 
... for His Own Business 


heat and cooling, the additional cost will probably pay 
for itself in a very few years in reduced power bills. 

“Since the Thermopane installations I have made 
between 1940 and the time I built my office have been 
all that is claimed for the material, I used it on my 
own personal work with confidence that it would do a 
good job, and it has.” 

N 


kinds of sash in which it can be used? Our nearest 


eed any information on Thermopane? Or on 


branch office will gladly supply it, or write us direct 


if you prefer. ® 


MADE IN U.S, SOLELY BY LIBBEY‘OWENS‘FORD GLASS СО. 
4231 Nicholas Building, Toledo 3, Ohio 


THAT NECESSARY EVIL, THE ARCHITECTURAL ENGINEER 


By Tuomas Н. МсКліс 


Sometimes I think we continue to do something in 
building construction just because we have always 
done it, or because it is the thing that everybody else 
does. I am not advocating that we adopt every new 
idea that comes along, but I do feel that occasionally 
we should weigh the value of or the reason for doing 
some of those things. ОР course, long usage is usually 
based on some good logical reasoning or it would not 
be standard practice, but why not stop and evaluate 
our practices now and then? I have picked two such 
practices out of the air for this letter. 

І have often wondered, for instance, why we exca- 
vated four or five inches of good firm impervious clay 
which doesn't want to let any moisture get through it 
at all, and replaced it with gravel or cinders or slag 
just to invite the water to lie under the basement floor. 
Why not excavate only what you need for the floor 
and fill the excavated portion with good, dry, well 
tamped concrete? I have tried it many times, and if 
anything, have had more satisfactory results than il 
the floor had been on a pervious fill, and unless there 
is some awfully good reason for doing otherwise, I 
would recommend that the fill be omitted. 

Another item on which I have been fairly successful 
in disagreeing with standard practice is in the design 
of basement or foundation walls. II we follow the 
standard A. C. I. code for reinforced concrete walls, 
we are required to use vertical and horizontal bars 
throughout, in both faces of the wall. This is the 


standard requirement of the state and many of the 
governmental agencies. When I have the right to 
determine what I may do, I prefer to put two 3⁄4 inch 
round rods continuously around the top and bottom 
of the wall, dowelled around all corners. If cracks are 
to develop from local settlement, the bars are placed 
so that they work to best advantage to make a beam 
of the wall. If, as is more apt to be the case, they are 
due to shrinkage, most shrinkage cracks start at the 
top of the wall and if they are arrested by steel where 
they start, obviously they cannot go anyplace. I have 
hundreds of jobs where this system has performed per- 
fectly,—practically none where it has not, but I have 
several jobs, where cracks have developed in the rein- 
forced concrete wall with bars spaced in the orthodox 
manner, Of course, I am not advocating the omission 
of vertical bars in a wall where there is an appreciable 
lateral thrust, but even where such bars are used, 1 
prefer to use them in the tension face of the wall only. 
It stands to reason that the fewer bars there are in the 
wall, the better job of placing concrete can be accom- 


plished. 

Some of these things may seem to be of relatively 
little importance, but il we can save а few dollars on 
excavation, a few more on porous fill and still more on 
reinforcing the basement walls and still have as good 
as or better than the job we would otherwise have had, 
it seems to me it is worth while. 
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NEWS ITEMS 


We urge you to send for this 
informative brochure 

The 1951 Building Research Congress to be held in 
London, England, from the llth to the 20th of Sep 
tember, 1951 is really a world-wide look at architec 
tural progress, problems and promise for the future 
It is the first such comprehensive congress ever to be 
held. 

Although the sponsorship is entirely British, the ex- 
perts who will address the meetings come from prac 
tically all the free countries of Europe and there are 
several participants from the United States, all selected 
for their recognized leadership in their special fields as, 
indeed, are all the other speakers. 

A twelve-page brochure outlining the tentative pro 
gram, listing excursions of technical and general in 
terest is available free of charge on request to W. А, 
McFarlane, Director, United Kingdom Scientific Mis 
sion 1800 K St., N.W., Washington 6, D. С. 

The brochure states that membership of the Con- 
gress is open to all upon payment of the Congress Гес 
of 50 shillings (about $7.00 in United States dollars at 
the present rate of exchange). Membership in the Con 
values, copies of pre prints 


gress includes, among other 
of all the lectures. Memberships at a reduced rate are 
available for relatives accompanying the full member 
ship delegates. 

Since the Congress is scheduled to occur during the 
Festival of Britain, it is important that travel and lodg 
ing accommodations be made at the earliest possible 
moment. We should like to see every constituent or 
ganization of N. V. S. X. X. represented. Send the 
brochure. You're sure to find in the program some 
thing you won't want to miss and a reading of the bro 
chure may inspire you to promote sending a delegate 
from your organization on some sort of share-the-cost 


for 


basis. 
More Light on Lighting 

In an address before the December 5th Technical 
Committee of the New York Chapter of the A. I. X. 
luncheon, Stanley McCandless, Yale Professor ol Light 
ing and Consultant to the Century Lighting Company, 
urged architects to study the function and duties of 
light, the means available today апа to be observant 
of every lighting effect seen. 

Fhe theatre was cited as the best example of good 
lighting design. Besides providing for the functional 
elements of seeing, controlled theatre lighting helps 
establish the mood of a scene or play and gives char 
acter to the settings. Architects were advised to follow 
the lead of theatre lighting experts in visualizing the 
effects of their buildings under variations of lighting 

Гоо many architects, he contended, are “daylight” 
architects who tend to disregard the great amount of 
time their buildings are used under artificial light. He 
defined “lighting a functional and esthetic creation 
while “illumination” was likened to the “structure” 
or the technical means of achieving the desired results, 
The architect’s domain in lighting design should in 
clude the application of optical laws, most of which 
were understood before electric lighting became the 
flexible and versatile tool that it is today. His plans 
should provide for such needs as visibility, comfort, 
composition and atmosphere. The lighting engineers 
should provide the tools and equipment needed to 
achieve the desired result. 
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Mar-Resistant 
Elevator Door 
Panels with 


ENDURING DESIGN BEAUTY 


Actual size of 
Rigidized Metals Pattern 
1-CB 


๑ Eye-compelling beauty as well as rugged durability 
give these handsome department-store elevator door 
panels design distinction. Made of Stainless Rigidized 
Metal, these patterned panels conceal the scratches, 
dents and fingerprints continuously given them in busy 
Los Angeles. 

The versatility of Rigidized Metals offers you un- 
limited design opportunities. Glare resistant, wear re- 
sistant, you get added strength with less weight. If 


you wish to conserve critical materials, Rigidized 
Metals are ideal. Let us help solve your design prob- 
lems now. 

a Send for your copy of 


Rigidized Metals IDEA 
Handbook TODAY 


THE ONLY REALLY NEW 


WINDOW IN CENTURIES! 


THE FOX-MADE GATE CITY 
AWNING WINDOW 


Made of Protexol-impregnated white pine, it's dimen- 


sionally stable—and resistant to fire, rot and vermin. 


Never before—has one window contributed so much to the beauty 
and comfort of modern living. Fox Made Gate City Awning Win- 
dows achieve a perfect combination of charm and utility that will 


pay you these dividends in better living for years to come 


© GREATER BEAUTY — Embodying the natural charm that only 
wood can offer, their graceful lines enhance the appearance of 


any building 


๑ GREATER COMFORT — They're warmer in winter with pre 
cision-built storm sash, and pre weatherstripped for double pro 
tection, And, they're cooler in summer—aflording complete 100%, 
ventilation, bringing up to twice the amount of fresh air into the 


home—with uniform, draftless air movement 


๑ GREATER CONVENIENCE — A simple turn of the handle tilts 
all sashes out horizontally to any degree—the tilt keeps out the 
rain, They сап be washed easily from within the home ond 


scteens and storm sash are also applied from within. 


е GREATER SAFETY — Fox Made Gate City Awnings lock in 
position when open, protecting children from falling out — and 


intruders cannot enter 


NEW YORK REPRESENTATIVES: 

Upstate New York Metropolitan N. V. & L. I. 
BUILDERS SPECIALTIES CO. WOOD, WOOD & WOOD, 
353 Midland Avenue INCORPORATED 
Syracuse 4, М. Ү. Farmingdale, L. I., М. Y. 
Phone: 76-0909 Phone: 2-1000 


FOX BROS. MFG. CO. 
2700 Sidney St., St. Louis, Mo. 


Architect-Engineer Relationship Forum 


In a forum discussion sponsored by the Technical 
Committee of the New York Chapter, Gannet Herwig, 
architect; William Eipel, Structural Engineer; and 
John Hennessey, Mechanical Engineer developed the 
theme of the proper relationship among architects and 
structural, mechanical and electrical engineers. There 
was a lively discussion from the floor leading to final 
agreement on the following points: 

1. All of the related professions must collaborate 
during the preliminary stages of any job and with a 
greater analysis of all of the problems involved, Com- 
pensating fee arrangements must make this possible. 

2. There must be greater coordination within each 
organization and among all of the organizations in- 
volved. 

3. The importance of changes in working drawings 
must be impressed on all and adequate means em- 
ployed to make everyone concerned aware of each 
change and attending implications even in such a 
minor matter as a change in the swing of a door, 

4. There is a crying need for in-training to develop 
personnel with an understanding of the broad build- 
ing science. This means more vigilance on the part 
of the senior personnel in the respective offices. 

5. There is need of a permanent committee from the 
different professions to develop procedures and a code 
of operation. 


Government Research Bureau 
Fits Program to Emergency 

In an 8-page memorandum dated January, 1951, 
and addressed to Raymond М. Foley, Administrator 
of the Housing and Home Finance Agency, Richard 
U. Ratcliff, Director of Housing Research advises his 
superior that the long-range program of research has 
been adjusted over the past several months (since the 
Korean crisis) to yield maximum service in meeting 
emergency needs. Quick solutions to some pressing 
problems of the national emergency are promised. 

The Research Program, aimed at the national 
housing objectives set by Congress in the Housing Act 
of 1949 has been largely carried on by contract with 
various universities and private research organizations. 
Fhe speeded-up program is now to be conducted in a 
greater part by the administration planners, presum- 
ably with a sizable increase in their staffs. 

\ cursory reading of the lengthy memorandum to 
Mr. Foley and the accompanying news releases seems 
to indicate that it is chiefly a discourse on the value 
of research per se, and a restatement of objectives. We 
hope soon to see a briefer report with a record of ac- 
tual accomplishments. If you are interested in reading 
the present lengthy report, ask the Housing and Home 
Finance Agency for a copy of “Adjustment of the 
Housing Research Program to Emergency Needs,” 
jan., 1951, С.Р.О. 83. 

Re the multiplicity of “Research Programs” one is 
reminded of John D. Rockefeller's sage observation to 
the effect that often the trouble is not that we don't 
know enough about a subject; but that we don't make 
proper use of what we do know. 


State Reports Sharp Drop in Home Building 
New York State Housing Commissioner Herman T. 
Stichman reports that the number of permits issued 
for private homes in urban areas of New York State 
was exactly 50% of the number issued іп January, 

1950 and 44% below the December, 1950 figure. 
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The sharp drop was due primarily to drastic Federal 
restrictions on credit and the use of materials, with 
resulting confusion and demoralization among inves- 
tors and contractors in the building field. A continued 
decline will threaten a real “bust” in the construction 
industry with adverse effects on labor and people who 
urgently need homes. 

“What is needed,” said the Commissioner, “is a clear 
statement from the appropriate Federal authorities on 
the role which private enterprise in the building busi- 
ness will be permitted to play. If builders and investors 
could learn what their share of materials may be or 
which sections are to be designated as ‘defense’ areas 
they would be in a better position to plan their activi- 
ties and coordinate them with the national prepared- 
ness program. 

New public housing partially offset the decline in 
private home-building. The total for new non-resi- 
dential construction, both public and private reached 
$23,132,000 for the state. This figure includes addi- 
tions, alterations and repairs, but not Federal contracts 
awarded. 

Approximately 51% of the value of permits issued 
in urban areas v for new family accommodations, 
30% for new non-residential buildings and 199, for 
improvements to existing buildings in both categories. 

Private residential home building in New York City 
in January fell 51% below the December level. Up- 
state private home building decreased 36%. The larg- 
est amount of January building outside of New York 
City occured in New York City suburbs and the Roch- 
ester and Buffalo industrial areas. 121 incorporated 
villages with less than 2500 population reported con- 
struction valued at $3,750,400 for January, including 
approximately $2,806,000 for some 192 dwelling units. 


THOMAS W. MACKESEY PROMOTED 

Ithaca, N. Y., March—Appointment of Prof. Thomas 
W. Mackesey as dean of the College of Architecture at 
Cornell University was announced recently by Acting 
President Т.Р. Wright. 

A specialist in regional planning, Professor Macke- 
sey helped plan the Sampson (N.Y.) base, now an Air 
Force indoctrination center, which was used to train 
Navy recruits during World War II. He has also aided 
in replanning studies for Downtown Brooklyn and in 
studies of traffic problems in New York City. 

Professor Mackesey joined the Cornell faculty in 
1938. He has been acting dean of the College of 
Architecture since resignation of Prof. Gilmore D. 
Clarke last summer. 

A native of Lynn, Mass., he attended Classical High 
School there before graduating from Massachusetts 
Institute of Technology іп 1939. He received a mas- 
ter's degree in city planning at M. I T. in 1938 and 
took further graduate work at Cornell and Harvard. 

From 1932-36 he was with the City Planning Board 
in Lynn and a member of the architectural-engineer- 
ing firm of Conti, Mackesey and Donahue in that city. 
He later became a research assistant with the Division 
of State Planning of New York and secretary-treasurer 
of the State Federation of Official Planning Boards. 

While at Cornell, Professor Mackesey has acted as 
consultant on community planning problems іп El- 
mira, Syracuse, Watertown, Southport and Horseheads. 
He has been assistant dean of the College of Architec- 
ture since 1946 and is chairman of the university's 
Architectural Advisory Council and associate director 
of its Housing Research Center. 

We are proud of Tom's advancement. He is a mem- 
ber of the Publication Committee of the E. S. А. 
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INCREASE 
ARCHITECTURAL BEAUTY 


WITH 


Ho- Sa. 


REG. U.S, РАТ. ОЕР. 


Shriners Hospital*, Salt 


Lake City, Utah, showing bolize how twisted young 
the use of Mo-Sai Archi- children, like plants, grow 
t 


Architects: W. Scott and H. Beecher 


tectural Panels for lasting 
beauty at reasonable cost. 


Mo-Sai, а pre-cast, pre-inspected, 2-inch thin reinforced architectural masonry panel with an exposed aggregate surface mosaic 
in character, offers unlimited freedom in contemporary planning and architectural design. A striking example is the Shriners 
Hospital on which Mo-Sai was used as the outside form of a monolithic concrete structure. The use of Mo-Sai automatically 
effected an economy by eliminating the necessity of applying decorative stone veneer to walls after pouring and curing, yet 
every small detail in design was captured by the versatility of Mo-Sai. 


For more details on Mo-Sai see Sweet's Architectural File, Section 4d, or write direct for illustrated 8-page folder. 


THE DEXTONE COMPANY 


New Haven 3, Connecticut 


Sales Office: 101 Park Ave., New York, N. Y. Sales Representative: Wm. S. Elliot, 64-67 83rd Pl., Rego Park, L. I., N. v. 
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GOODSTONE МЕС. CO., INC. 
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The low relief panels sym- 


о stately erect maturity 
with proper care. 


Rochester 5, New York 


Dodge Corporation Reports 


In a news release dated February 9, 1951 the F. W. 
Dodge Corporation reports that construction contract 
awards for January, 1951 in the 37 states east of the 
Rockies were down 11% from December, 1950 but 
13% above those of January, 1950. The January figure 
was $1,043,248,000. 

Residential awards were non-residential 
contracts 96% above the January, 1950 figures. Public 
and private works and utility contracts were 19% be- 
low December but 6% higher than January, 1950. 


930 
23%, and 


Cleveland Plumbing Products Manufacturer 
Appoints Director of Research 


A striking example of how industry can contribute 
to the welfare of the public it serves is the appoint- 
ment by the Josam Manufacturing Company of Cleve- 
land of Dr. Maryland B. Byrne to the position of Di- 
rector of Research in Public Health and Sanitation. 

Said Mr. L. N. Newman, Executive Vice-President 
of the Josam Company, “The problems of proper sani- 
tation and the handling of industrial wastes find many 
sections of our country totally unprepared. We pro- 
pose to study these problems and offer the service of 
Dr. Byrne gratuituously as a consultant and speaker 
wherever the need is indicated.” 

Dr. Byrne’s experience covers the private practice о! 
medicine, public health service and field research for 
the American Society of Sanitary Engineering on the 
subject of disease as it is related to inadequate plumb- 
ing. 

Dr. Byrne served her internship at Bellevue Hos- 
pital, New York and has been a resident in various 
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Centenary College's new 
Science Building. Associate 
Architects: Stone & Pitts, 
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Peyton & Bosworth, Shreve- 
port, Louisiana. 
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specialties in other area hospitals. She worked with 
Dr. Alfred Adler, the psychiatrist at the University of 
Vienna. She has degrees from several American uni- 
versities and is especially noted for her work as an 
epidemiologist. She is a brilliant lecturer. 


ESCHICAGOU 
1869 ¥ % ғ 195i 


Dedicated, on their 82nd Anniversary, to the past 
and present members of the Chicago Chapter, The 
American Institute of Architects, who have contributed 
so much to the progress and welfare of humanity, ош 
client, our profession and the Institute. 
ESCHICAGOU . SHECAGONG 
Oh, fellow Architects, and did you hear, 

The 83rd АЛ.А. Convention soon will come here. 
Colossus of the swift growth, with splendor American, 

Finest city on God's fine earth; 

Come one, come all, big plans we boosters are making. 

Brilliant center of America, 

With magic that stirs men’s blood. 
Here and there—behind you—in front of you— 
everywhere, 
The spirit of enterprise glows and shines. 

Architects—the city is yours for the asking, 

Chicago will call you her own! 
E. J. GamBaro—Brooklyn Chapter 
The American Institute of Architects 
83rd Conyention 
The American Institute of 
Мау 8, 9, 10, and llth, 1951 
Chicago, Illinois 
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BOILERS 


Quick steaming and high efficiencies 
make Titusville Scotch Marine Boilers 
a favorite choice for schools and in- 
stitutions. The last word in boiler 
economy and durability is Scotch“, 
as produced by Titusville. Write for 
literature, stating your service needs. 


THE TITUSVILLE IRON WORKS COMPANY 


TITUSVILLE, PENNSYLVANIA 


Representatives in Principal Cities 
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У. А. HOSPITAL (Continued) “อ ๑ 

The seventh floor will be devoted to paraplegics and . 
other patients requiring physical rehabilitation. There Ы 
will һе physical therapy rooms, an exercise room Ы 
(equipped like a small gymnasium), hydro therapy ы 
rooms with tanks for patients who are unable to изе % 
the swimming pool, and occupational therapy rooms, . 


. 
, 

. 

. 
where patients will learn to develop recreational and ы 
А : . 

vocational skills. On the seventh and eighth floors 2 
will be wards and rooms with conveniences designed . 
especially for paraplegic patients. 
On the ninth floor will be one standard nursing 5 
unit and two devoted to physical rehabilitation cases . 
The tenth, eleventh, and twelfth floors will all be com- เช่ 
posed of standard nursing units. ы 
Fhe thirteenth and fourteenth floors will be devoted . 

to tuberculosis patients who will have their own li- ? 
һгагу апа occupational therapy facilities. a 
The fifteenth floor will be composed of nursing units . 
for neurological patients; the sixteenth will be for ۳ 
patients suffering from neuroses, while the seventeenth % 
and eighteenth will house a limited number of pa- . 
tients requiring short term psychiatric treatment or Б 
awaiting transfer to other institutions. The eighteenth . 
floor will be equipped with hydro-therapy facilities, ° 
an exercise room and three small enclosed roof gar- А 
Чеп». . 
. 

. 

. 

. 

. 

. 

. 


MERCOID 


dability of this notable 
tat in maintaining uni- 
nperature without encoun- 
Thus, within the walls of a single hospital will be necessary service expense. 
the newest and most complete facilities for the treat- 
ment of medical and surgical disorders, as well as the 
latest equipment for the social and physical rehabili- 
tation of the patients. 

EDS. NOTE: Plans were not available in time for publication 
It is hoped the article will give you a good idea of the layout 


Write for Mercoid Catalog No. 700 
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CONCRETE PLANK 


ROOF AND FLOOR INSTALLATIONS 


TONGUE AND GROOVE PRECAST 
LIGHTWEIGHT ร ร ร ชี ฐา CONCRETE 


ENGINEERING 


ONCRETE PLANK CO. Inc. 


15 EXCHANGE PLACE 


JERSEY CITY 2, N. J. Bergen 4-1401 
New York City Phone Digby 9-2442 
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The Distinction of Bric 


HUTCHISON - RATHBUN, INC., ROCHESTER, N. Y. 
THE BELDEN-STARK BRICK CORPN., NEW YORK CITY 
MOHAWK BUILDING MATERIALS CORP., RENSSELAER, М, 7 


BINGHAMTON BRICK CO., INC., BINGHAMTON, М. Y. 
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Ты the judicious use of Brick, 


designers easily succeed in imparting to what might be an ordinary 
structure, a quiet dignity which elevates it to a position of 


distinction. 


Available in many shades, the colorful appearance of Brick 
is unquestioned. The wide range of colors and textures of Brick 
assures а permanent finish which is not only unblemished by 
weathering, but actually increased in beauty with the 


passing of time. 


WECKESSER BRICK CO., ROCHESTER, N. Y. 

ACME SHALE BRICK CO., INC., BUFFALO, N. Y. 
CONSOLIDATED BRICK CO., INC., HORSEHEADS, N. Y. 
SYRACUSE BRICK CO., SYRACUSE, N. Y. 


JOHN H. BLACK CO,. BUFFALO, М. Y. 
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EMERGENCY 
BOMB SHELTERS 


NEW YORK—“Mass shelters cannot be used effec- 
tively as emergency bomb shelters,” states the advisory 
committee on civil defense of the New York Chapter о! 
the American Institute of Architects, in the second ol 
a series of civil defense reports to the chapter mem- 
bership. 

In the report made public, dealing with dual-pur- 
pose garage-shelters, the committee, headed by Morris 
Ketchum, Jr., says that if such structures are to fulfill 
their dual purpose of acting as both peacetime parking 
garages and w artime bomb shelters, current plans for 
their size and location must be “realistically те-ехатп- 
ined and redrawn.” As now proposed these garage- 
shelters would be too large and too remote from one 
another to answer either purpose. 

“If dual purpose garage-shelters are to be useful as 
emergency bomb shelters and as answers to the park- 
ing problem, each city,” the architects state, “includ- 
ing our own, must first prepare an overall plan for 
their strategic location and then limit their size to the 
proper capacity for each purpose. This program, in 
turn, must be co-ordinated with a parallel program 
for the construction of adequate bomb shelters to serve 
individual buildings, located within each building. It 
is improbable that the occupants of any building will 
have time enough after an air raid warning to first 
leave their building and then reach an underground 
shelter some distance away. However designed and 
located, dual-purpose garage-shelters would, іп all 
probability, only be capable of accommodating the 
pedestrian population from nearby streets. IF both 
sidewalk pedestrians and the occupants of all nearby 
buildings were required to reach some remote dual- 
purpose shelter, a dangerous panic would be inevit- 
able. 

Based upon experience in England during the last 
war, the architects point out that shelters divided by 
partitions or baffle walls into spaces large enough to 
receive maximum groups of fifty persons, with appro- 
priate emergency exits for each section, are preferable 
to huge mass shelters, in order to avoid panic condi- 
tions within and without the shelter. This type of 
shelter design would certainly be more in line with 
the generally accepted “dispersal” theory of safety un- 
der air attack. 


o show the futility of a 500 car dual-purpose ga- 
rage, the civil defense experts said that if used as a 
shelter, it could theoretically accommodate 37,500 per- 
sons, It would be impossible, the architects state, to fill 
up such a garage shelter within the recognized 8 min- 
ute time interval between the warning and the actual 
dropping of bombs. 

“It becomes doubly impossible if one considers that 
unless the garage shelter were emptied of its cars well 
in advance of an air raid warning, it could not be 
ready to be used as a shelter. Even if as many people 
could be accommodated within such garage-shelters 
with the cars still there as when emptied of cars, the 
Advisory Board of Fire Protection strongly advises 
against allowing cars in any large underground garage 
which is to be used as a shelter,” states the report, 
which was endorsed by the Architects’ Council of New 
York. 
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“Huge garages, far remote from one another, are 
not the answer to the peacetime problem of providing 
off-street parking in the congested downtown areas of 
our cities. It has been proved that most people are 
reluctant to walk more than a thousand feet to Шей 
destination after parking their car, An off-street park- 
ing garage can therefore only serve efficiently an area 
within that walking distance. It is also obvious that 
overlarge parking garages, if suddenly emptied of their 
cars at the close of the business day, are liable to create 
an immediate traffic jam in the nearby streets. Existing 
street patterns must be co ordinated with proposed off- 
street parking locations.” 

The architects concluded with the statement that, 
“Within these limitations, the opportunity still exists 
to plan and construct garage-shelters that will help 
to answer both the emergency demands of civil de- 
fense and the long range problem of traffic coliges— 


поп,” 


ACCELERATED EDUCATION 

TROY, N. Y.—To gear its work more closely with 
defense mobilization, Rensselaer Polytechnic Institute, 
starting in July, will adopt the year-round quarter sys- 
tem, admitting students four times each year and per- 
mitting them to graduate in three years, Those who 
wish to do so, however, may continue at the normal 
pace. 

The Institute, shifting from the Fall-Spring semes- 
ter plan, wishes to use its full resources in meeting the 
acute shortage of engineers and scientists now reported 
by government and defense industry, reports Dr. L. 
W. Houston, president of the college. If the present 
Congress permits, June high school graduates may en- 
ter college in July, begin Reserve Officer Training 
work and expect to have three years of college to qual- 
ify for special jobs in the armed forces or essential in- 
dustry. Men returning from military service may en- 
ter college without long delay. Rensselaer expects its 
laboratories to be used as fully during the summer as 
in the other three quarters, 
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INSTALLATION ОҒ 300 Н.Р. SCOTCH BOILER 
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PLUMBING FIXTURE REQUIREMENTS ІМ TODAY'S HOSPITAL 


In today's modern hospital where sanitation reigns 
supreme, it is of extreme importance that the proper 
type of hospital plumbing fixture for its particular 
function, be specified by the Architect, working in 
collaboration wtih that hospital's consultant. 

Just as the hospital today is a far cry from the very 
primitive institutions of the early days; so also, plumb- 
ing fixture designs and mater ials have changed to keep 
pace with this continuous evolution and their demands 
for the most sanitary, enduring and functional design 
fixtures. 

The most important consideration of any fixture 
that is selected for hospital use is that it be completely 
sanitary. 

Among the many types of materials of which the 
basic types of hospital plumbing fixtures are made, 
are Vitreous China, Duraclay and Stainless Steel. Each 
of these is used in varying degrees depending on the 
type of fixture involved. For example; it is easily 
understood that a water closet would hardly be fash- 
ioned of stainless steel; vitreous china is best for this 
type of fixture and most practical from a manufac 
turing standpoint. By the same token, if a hospital 
were to consider a pier type bath, a pre-natal bath, or 
a surgeons’ wash-up sink, for example; the choice here 
would be definitely Duraclay over vitreous china for 


ve reason that Duraclay can give and absorb thermal 
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shock especially in а large piece. Duraclay has the 
same hard, vitreous surface as vitreous china differing 
only in body texture which gives it greater structural 
qualities that resist crazing or cracking under sudden 
changes in temperature. In vitreous china fixtures of 
this kind; due to the characteristics of the vitreous 
china, strains would be set up in large pieces during 
firing, causing them to crack under these same sudden 
changes in temperatures. Stainless Steel also has its 
special uses: as for example in the case of a Hydro- 
Treatment Bath. Due to the unusual design of this 
fixture, Stainless Steel is the most adaptable. 
Selection of the plumbing brass trimmings is all im- 
portant in hospital planning. Hospitals cannot shut 
down even for a few hours for repairs or breakdowns, 
such as occur in our own homes or in industry. Their’s 
is a 24-hour service and it is of vital importance that 
the initial choice of trimmings, such as faucets, flush 
valves, knee-action valves, pedal valves, etc.; be the 
finest obtainable to stand up under the most severe 
treatment for years to come and be especially adapt- 
able to quick repairs when the need arises. 
Thoughtful consideration should therefore be given 
to the actual construction of the trimming for each 
fixture. As an example; let us consider the function of 
just one piece of plumbing brass trimming:—the serv- 


ice sink faucet. This faucet might be found on the 
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sinks іп any of the following rooms: the Utility Room, 
the Clean Up Room, the Bed Pan Closet, or the Jani- 
tor's Room. The faucet should be made of first quality 
brass for long life. It’s finish should be copper plated, 
nickel plated and finally chromium plated to insure 
ease of cleaning and freedom from contamination. It 
should have a forked brace to the wall with a pail 
hook in order that heavy pails may be firmly supported 
while being filled. Finally, it should be furnished with 
integral stops in the shanks of the faucet: so that it may 
be shut off easily and quickly at the sink in the event 
repairs are required such as new packings, new seats, or 
a new stem perhaps. 

What a small item this is, but, imagine if you will 
what serious consequences would develop if an ordi- 
nary service sink faucet were to be used and a failure 
occured which necessitated immediate repairs. With- 
out integral stops it would be necessary to shut off sup- 
ply lines servicing other, perhaps very vital fixtures 
in the hospital, if the only shut off available was not 
close by or maybe located in the basement as is often 
the case. 


Other phases of hospital fixture selection are equally 
important, which makes it mandatory that a careful 
study be made by the Architect or his assistants before 
final recommendations are given. 


When an Architect is confronted with the task of 
planning and executing a new hospital or an addition 
to a present one; his work can be greatly alleviated by 
reference to a very valuable piece of informative liter- 
ature, entitled, “Elements of Hospital Planning.” This 
book has been published by one of the manufacturers 
of hospital plumbing fixtures and was worked up in 
collaboration with the U. S. Public Health Service. A 
carefully selected list of plumbing fixtures is illus- 
trated, including a type particularly suited for every 
element for the general hospital as planned by the 
Division of Hospital Facilities, U. S. Public Health 
Service. 

Hospital management and the Architect himself are 
fortunate in that the plumbing supply manufacturers 
have provided a variety of fixtures that they can select 
for use in the various departments of the hospital. 
This has come about by close cooperation over the 
years between the manufacturers and such associa- 
tions of medical men and hospital authorities as the 
American College of Surgeons, in studying and design- 
ing the types and kinds of fixtures that are best fitted 
to the needs of today’s hospitals. 
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You сап benefit from Armo's unrivaled expe- 
rience in every type of air conditioning 
installation. We do more than 100 central 
station air conditioning installations annually 
—and have a proud record of client satis- 
faction over the years. 
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When food must be teady on time 
“ito cooked with GAS. 0 


-so dependable -so economical 


so easy to control and there's instant 
heat without а second's wait! 


In the kitchen, as in the basement, 
gas is the fuel favorite! Modern 
homes stay modern and efficient with 


gas ranges, refrigerators, gas water 


heaters, clothes dryers and air-con- 


This is Penn Township High School, Claridge, Pa., where school lunches for ditioning units. For the architect, de- 


1150 students are prepared and served daily from this small but abundantly signer and builder, installation of 
sufficient gas kitchen. Gas equipment consists of 3-deck oven, open-top gas equipment offers the utmost in 
range and water heater for dish-washing and sterilizing. Precise meal | 52 а { 
scheduling requires perfect timing in food preparation—and that’s where simplicity, compactness and ease อ 


Gas appliances are so dependable—so versatile—so speedy and efficient. planning. 


Any of the Companies Listed Below Will Gladly Supply Further Information. 


ROCHESTER GAS and ELECTRIC 


BROOKLYN UNION GAS CO. IROQUOIS GAS CORPORATION 
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Church Acoustics Excellent with 


LIGHTWEIGHT CONCRETE MASONRY UNITS 


Everyone can hear all the service in St. James Episcopal 
Church in Buffalo. 

“Тһе acoustics are very fine,” said the Rev. Howard W. 
Wilson, pastor of the church that features Lightweight 
Celocrete Concrete Masonry Units. ‘Everyone has spoken 
about it. The Lightweight Concrete Masonry Units absorb 
any reverberations."’ 

And that isn't all the Rev. Mr. Wilson had to praise about 
Lightweight Concrete Masonry Units. The church is easy 
to heat, and it holds the heat. 

“Within a half hour, we have the desired temperature 
we want, the Rev. Mr. Wilson said. 

Another one of the features of the church, which was 
opened on December 18, 1949, is the attractive altar, It 


Interior of St. James Episcopal Church, Buffalo, М. Y. Architect: 
Backus, Crane and Love, Buffalo, М. Y. Contractor: Frederick 
Т. Williams Co., Buffalo, N. Y. Lightweight Concrete Masonry 
Units supplied by Anchor Concrete Products, Inc., Buffalo, N. Y. 
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The rector s study, with walls of Lightweight Celocrete Concrete 
Masonry Units, is warm and presents a quiet, restful room іп 
which to confer. 


was built of five Lightweight Celocrete Concrete Masonry 

Unit slabs. The cross was built into the mould from which 

that particular slab was made. 

One of the cozy rooms of the church is Һе rector's study, 

with exposed Lightweight Celocrete Concrete Masonry 

Units throughout. Complete with television set, the room 

is comfortable and exudes warmth. The Lightweight Con- 

crete Masonry Units have been painted a warm color to 1 i E 
add to the attractiveness of the room. | C 

In addition to all of these advantages, Lightweight Con- родо, Me, 

crete Masonry Units are firesafe, adding to the security of 

the congregation, protecting valuable church equipment, pleased with the many advantages afforded by the use of 
and lowering insurance costs, Lightweight Concrete Masonry Units. 

Lightweight Concrete Masonry Units are the lowest cost For further information about this outstanding building 
building materials available today. They are applicable material, consult any of the members of the National Con- 
to all types of architecture. You, too, will be more than crete Masonry Association listed below. 
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Albany, М. Binghamton, N. Ү Forest Hills, М. Y. New York, N. v. 
Albany Block & Supply Co., Inc Bowen Building Block & Supply Co. Forest Hills Concrete Block Со H. W. Bell Co. 
Ramloc Stone Co. Dinaburg Block Co., Inc 
Auburn, N. Y. Brooklyn, N. Y. 
Nailable Cinder Block Co. 
Picone Bros Rochester, М. Y. 
Bedford Hills, М. Y. Buffalo, N. Y. Comac Builders Supply Corp Utica, М. Ү. 
Bedford Hills Concrete Products Corp. Anchor Concrete Products, Inc. Domine Builders Supply Co., Inc. American Hard Wall Plaster Co. 


Ridgefield Park, N. J. Syracuse, М. Ү. 
Bergen Building Block, Inc Barnes & Cone, Inc 


Auburn Cement Products Co., Inc Paragon Supply, Inc. 


Іп your modernization or new construction рго- 
gram, the right equipment is a necessity for 
smooth, efficient hospital operation. 


Foremost architects and hospital consultants 
specify Excel metal cabinets for their 


๑ High standard of design, workmanship and 


appearance. 


Careful engineering and attention to details 


Sturdy high-quality construction 
๑ Economy in fitting exact requirements 


Long and satisfactory service 


Whether you are equipping a new building 
or modernizing your present quarters, you'll find 
our experience helpful in getting the right equip- 
ment economically. 

Architects and hospital authorities are invited 
to inquire for details. 

We will be glad to submit suggested cabinet 


layout from your plans together with specifica- 
tions, schedules, etc., without obligation. 


A FEW TYPICAL EXCEL HOSPITAL INSTALLATIONS 
Project Location Architect 
U. 8. Veterans Hospital Fort Hamilton, N. Y. Skidmore, Owings & Merrill 
James Ewing Niem . Hosp, New York, N. Y. Skidmore, Owings & Merrill 
St. Vincent's Hospital New York, N. Y Eggers & Higgins 
Lawrence Memorial Hospital Bronxville, N. Y. Eggers & Higgins 
St. Francis Hospital Poughkeepsie, N. Y. Eggers & Higgins 


St. Luke’s Hospital New York, N. Y. York & Sawyer 
Roosevelt Hospital New York, N. Y. York & Sawyer 
St. Clare’s Hospital Schenectady, N. Y York & Sawyer 
Placid Memorial Hospital Lake Placid, N. Y Cannon, Thiele, Betz & Cannon 


Niagara Falls Мет". Hosp. Niagara Falls, N. Y. Cannon, Thiele, Betz & Cannon 
St. Mary's Hospital Rochester, М. Ү. Joseph Р. Flynn 

Sisters of Charity Hosp. Buffalo, N. Y. George J. Dietel 

St. Мағу% Hospital Amsterdam, N. Y. Howard F. Daly 

W. C. A. Hospital Jamestown, N. Y Beck & Tinkham 

Plains Hospital White Plains, N. Y. Schulze & Weaver 


